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The Theory: 3 

This is ead on an observed similarity between ‘natural’ ‘Star Gate aes and 
the actions of static electricity and lightening, where by one body (the Star 
Gate’) becomes positively charged to such an extent that it is able to ionise a 
route in order to ‘earth’ itself through direct discharge. Obviously this is a over 
simplification of the phenomenon, but it fits the observed operation of the Star 
Gates’ very well. 


The full spectrum of energies that build up and discharge through a wormhole link 
between ‘Star Gates’ and ‘Jump Points’ is still beyond our complete i 
comprehension. However, we can measure and duplicate a reasonable selection 
of these energies. 


Proving The Theory: 
In an attempt to prove the ‘static electricity’ theory an attempt was made to 
advance the manifestation of a “Jump Point’. 


A ‘Jump Point’ was the preferred subject for the experiment, since the actual end 
results of the experiment could not be completely predicted, which raised the 
prospect of potentially damaging one or more of the ‘Star Gates’ at Base 78. 
This was considered to be an unacceptably high risk. 


Appropriate hardware and instrumentation was set up at the predicted 
manifestation location. The experementalists set about charging the area with as 
many of the appropriate energies from the “Star Gate’ energy spectrum, that had 
been measured during ‘natural’ cycles, as was possible. 


The Theory was proven when a large but unstable ‘Jump Point’ manifested at the 
predicted location 86 minutes earlier than the forecast manifestation. 
Unfortunately the size and unstable nature of the ‘Jump Point’ caused a number 
of the experementalists and some of the instrumentation equipment to be 
forcefully pulled through the wormhole. They exited the wormhole via Base 78 
at the time that the ‘Star Gate’ had been predicted to operate - 86 minutes after 
being pulled into the wormhole, none of these experementalists were able to 
survive this prolonged exposure to ‘hyperspace’ conditions. 
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